To:  Freed,  Chris[Freed. Chris@epa.gov] 

From:  Sandoval,  Joni 

Sent:  Sun  8/9/201 5 6:08:36  PM 

Subject:  RE:  Hays'  Gold  King  Mine  Pictures 


Whatever  the  other  ones  on  the  site  are!  Thanks. 


From:  Freed,  Chris 

Sent:  Sunday,  August  09,  2015  11:41  AM 
To:  Sandoval,  Joni 

Subject:  RE:  Hays'  Gold  King  Mine  Pictures 


Are  these  pictures  public  or  private? 


Chris  Freed 

Contractor,  IT  Support  Engineer 
Dakota  Consulting,  Inc 
EPA  Region  8 EOC 
Direct  (303)  312-7270 
Cell:  (720)  284-4342 


From:  Sandoval,  Joni 

Sent:  Sunday,  August  09,  2015  11:21  AM 

To:  Freed,  Chris 

Subject:  Re:  Hays'  Gold  King  Mine  Pictures 


Thx 

Sent  from  my  iPhone 

On  Aug  9,  2015,  at  11:15  AM,  Freed,  Chris  <Freed.Chris@epa.gov>  wrote: 


1789516 


ED  000552D  00018367-00001 


On  it 


Chris  Freed 

Contractor,  IT  Support  Engineer 
Dakota  Consulting,  Inc 
EPA  Region  8 EOC 
Direct  (303)  312-7270 
Cell:  (720)  284-4342 


From:  Sandoval,  Joni 

Sent:  Sunday,  August  09,  2015  11:12  AM 

To:  Freed,  Chris 

Cc:  McComb,  Martin 

Subject:  Re:  Hays'  Gold  King  Mine  Pictures 


Chris  do  you  have  time  to  upload  these  to  the  OSC  website  for  the  response? 

Sent  from  my  iPhone 

On  Aug  9,  2015,  at  1 1 :03  AM,  Freed,  Chris  <Freed.Chris@epa.gov>  wrote: 

I:\ManagedShar3\Gold  King  Mine  DocumentationYPicturesYHays  - Gold  King  Mine 


Chris  Freed 

Contractor,  IT  Support  Engineer 
Dakota  Consulting,  Inc 
EPA  Region  8 EOC 
Direct  (303)  312-7270 
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Cell:  (720)  284-4342 


1789516 


ED  000552D  00018367-00003 


